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CONFIDENTIAL KHARTOUM 0201 

DEPARTMENT FOR SY/FO 

NAIROBI FOR RTC AND RSS 

E.O. 11652: XGDS-3 
TAGS: ASEC 

SUBJECT: FUNDING FOR INSTALLATION OF RADIATION BELT 

1 . POST DESIRES HAVE RADIATION BELT INSTALLED IN COM'S 
OFFICE DUE TO NEW BUILDING BEING CONSTRUCTED ADJACENT 
TO CHANCERY WHICH WILL HAVE A CONTIGUOUS WALL WITH THIS 
OFFICE. BUILDING TENTATIVELY PLANNED AS HOTEL. 

FEASIBILITY STUDY AND SURVEY HAS BEEN CONDUCTED BY RTC 
PERSONNEL IN NAIROBI. 

2. HOWEVER, POST DOES NOT HAVE FUNDS FOR FINISHING/ 

BEAUTIFICATION OF OFFICE. I.E. PROCUREMENT OF PANELING 
AND RELATED SUPPLIES. NECESSARY MATERIALS INCLUDE: 

36-4X4 FEET ADHESIVE BACKED PANELING 

430 LINEAR FEET FURRING STRIPS 

160 LINEAR FEET BASE MOLDING 

160 LINEAR FEET T BAR MOLDING 

ONE CABINET-INSIDE DIMENSIONS 24X12X6 (INCHES) 

24X12X1 1 (INCHES) 

3. PLEASE ADVISE POSSIBILITY OF SY'S FUNDING FOR 
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ABOVE AND AVAILABILITY OF SYSTEM. 
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